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ADAMS, Rayne—Article, “Thoughts on Modern, 


MEE AP “OOVRRIDORE: 2. ois a eb hee Jan., 
Arltels; “Close Comicon”... ws bee es June, 
Article, “The Drawings of Ernest Born” .. July, 
Article, “Some European Drawings by Ernest 

NE Sais ore apa dad eran ow a's as Wee CKO IED Nov., 
“Adventures of An Architect” 

by Rossel E. Mitchell 
I—The Client Who Didn’t Come Back .. Nov., 
II—Much Ado and Nothing Doing ....... Dec., 

ALLEN, W. Godfrey and BROOK-GREAVES, 
R. B.—Isometric drawing, Saint Paul’s Cathe- 
Oe RENO ONE EET Cee ee Sept., 
Alpha Rho Chi, Delegates to the Convention, 
RES ei the ere Sere ary Ses March, 
AMATEIS, Edmond R.—Sculptured Panel for 
Buffalo Historical Society’s Building— 
“The Battle of Lake Erie” Plate I ........ Jan. 
AMERICAN Academy in Rome—Collaborative, 

Competition of the Alumni Association, for 

1929, winning designs ..........0c0ceeee April, 
Competition for the Prize of Rome in Archi- 

tecture for 1929—Results and winning 
IE Sod eS a ea no Soe July, 
Fellowships in Landscape Architecture— 
a BOTT Ta EET AT Esty Bera Aug., 
“American and British Architectural Practice,” 
NE NE. a Soke b gens vow is June, 


ANDREWS, W. Earle, Architect—Construction 
details, Bath House No. 1, Jones Beach, L. I. Sept., 
Details of First Floor Plan 
Details of Dressing Rooms 
Details of Tower 
Details of Entrance Porch Pier and Typical 


RE PIU 3.5 x SG na 656 sexes Swe a's Oct., 
Architects’ League of Northern New Jersey, A 
Letter to the A.I.A. from the ............. June, 
“Architect’s Profit and Production Cost, The,” 
by Charles Kyson, Part I .............. »: “May, 
ME LET «icine vicina, Seas pints. 0 3h, «-s June, 
8 ra asics nic ixipiveee'e ow atate ‘tees July, 
ARCHITECTS’ SMALL HOUSE SERVICE — 
BUREAU, Letters Concerning the ........ D J 
ec., 
“Architectural Competitions, Closed and Open” 
ee oe) re aes ee Aug., 
“Architectural Models from Ivory Soap” 
by Margaret J. Postgate ..............45. June, 
“Architecture Versus Electric Signs” 
by P. Schuyler Van Bloem .... .... ...... April, 
ARELLANO, Juan M.—Water color rendering, 
Successful competition design for the Bank 
of the Philippine Islands, Plate XXXI .... Aug., 
Details of exterior, Bank of the Philippine 
| _RERARGIgs Scarce fea ear are mcr eo Se Aug., 
Plans, Bank of the Philippine Islands .... Aug., 
Water color, “Ifugua Girl—Mountain Girl 
NS Be Bi iain ge Wie os sales bile bee Sept., 
AYKROYD, Woodruff K.—Pencil sketch .... Aug., 
BACHELOR’S Retreat, A—Wéinning designs 
NOIR. oc 46 5b 65.00 se ck bNC April, 
BACKSTROM, Emile F. C.— 
SS Ee re ee May, 
BAILEY Memorial Fountain—Competition for 
a fountain on Prospect Park Plaza, Brooklyn, 
N. Y.—Results and winning designs ...... July, 
BAUER, Thomas—Cartoon ...........:..... Nov., 
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BAUM, Dwight James, Architect— 
Two drawings 

Details of wrought iron porch on addition 
to residence of Mr. Richard Rowland at 
Rye, N. Y. 

Details of half-timber gables of front eleva- 
tion, residence for Mr. Arthur Hammer- 
stein, Whitestone Landing, L. I. ....... Feb., 


Feb., 


Cae Tee ee ee ee ee 


BEACH, W. W.—Article, “Or Equal” Again .. Nov., 
BEARSE, Philip E.—Water color rendering, 
“Branch Office of East New York Savings 
Bank,” Holmes and Winslow, Architects ... Jan. 
BEAUX-ARTS INSTITUTE OF DESIGN— 
Competition for A Theoretical Bridge in Steel 
Serie cde ck. in) Ee CRE Te re Rane Aug., 
BEDFORD, Oliver—Pencil and light wash 
drawing, “A Corner of Sanehiehall St., 
OS ES APRS GPM: Wit onl Ae REEL! April, 
BEHRENS, Peter—Pen and ink and charcoal 
MR Ri eee Re eetea cE sa tg led wl be Jan., 
Mash. Je FA —CGIOW ©. ook oe ee wees April, 
BENDA, W. T.—Dance panel, Plate XX .... May 
BERRALL, J. L.—Water color, “On a Terrace 
MEI S oo eot hen ies whns ate pie ee May, 


Pencil sketch, “Arch of Constantine, Rome” Aug., 


BIRCSAK, Edgar F—Biographical sketch .... June, 
BISHOP, A. Thornton—Two pencil sketches, 

RTCA, SRUNEE oon cc Sore ip ied eats we a SISTEM Sept., 

A RON PDE io ss os e's wise orks eens Sept., 
BISHOP, H. Raymond—Two renderings in 
opaque water color, “Bok Tower, Mountain 

Lake, Florida” 

“Detail Reproduced at Full Size from Ren- 
dering of The Bok Singing Tower, Moun- 

tain Lake, Florida”’—Color plates ..... June 


BOLLING, Richard—Pencil sketch .......... Sept. 
BONESTELL, Chesley—Oil painting, “The New 


Yorker Hotel, New York”—Color plate . Sept. 
“Detail reproduced at full-size from oil 
painting of New Yorker Hotel”— 
COFOF BURP ec oslo x he Sal eeale emo Sept 
Bookplate Design competition— 
Office of Benjamin Wistar Morris ........ May, 
Booth Travelling Fellowship for 1929— 
WR REE io. CAs pee os ooh es July, 
BORN, Ernest—Perspective study in charcoal, 
Young Men’s Hebrew Association Building— 
Necarsulmer and Lehlbach, and Gehron, 
Ross, and Alley, Associated Architects, 
PUR EY 5 ei Son eae WR OS ees April 


Color plates—Two 
“Assembly Room, 
N. Y¥.” 
“Auditorium, Y. M. H. A. Bldg. N. Y.” July 
“Born, The Drawings of Ernest”—Article, by 


water color renderings, 


Y. M. H. A. Bildg., 


PRIN MAMIE SO xii 'n 5 Bais Gn Sie Wes sip EH July, 
Water color presentation sketch, Jewish Theo- 
logical Seminary of America, Gehron and 
Ross, Architects, David Levy, Associate 
Architect, Plate XXIX ...............4. ug. 
Color plates, “At the Soldiers’ and Sailors’ 
Memorial Bridge, Harrisburg, Pa.” 
“An Arch of the Soldiers’ and Sailors’ Memo- 
rial Bridge, Harrisburg, Pa.” Gehron and 
Rows, MNO i og octets kcwees Nov. 
“Born, Some European Drawings by Ernest”— 
Article, by Rayne Adams ................ Ov., 
Black crayon drawing, ‘Soldiers’ and Sailors’ 
Memorial Bridge”—Under construction— 
Harrisburg, Pa., Plate XLVI ........... Dec. 
Born, Ernest—Photograph .............-000. Dec., 
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BROOK-GREAVES, R. B. and ALLEN, W. 


Godfrey—Isometric drawing,. Saint Paul’s 

Cathedral, Lovidan’ . ... 2.66 ic cee see c secs Sept., 
BROOKS, William F.—Awarded Leoni W. 

Robinson medal for 1928 ...........2005: Jan., 
Brown ‘Travelling Scholarship Competition, 

A. W.—Results and winning designs ...... May, 


“Building on the Board, A”—The Wichita Art 
Institute, Wichita, Kansas, Clarence §S. Stein, 
Machitect \o ioce: gees ay sie be Aug., 

“Building on the Board, A”—Grosse Pointe 
Yacht Club, Henry and Richmond, Architects Dec., 

Burnham, Daniel H.—Quotation ............. Oct., 

“Burnt Clay”—Article, by David B. Emerson .. Dec., 


“California Missions, The” by Natt Piper, 


MRT ea tay > REE ORES ORS siete y ae ees Sept., 
NEN os 55iGh ap "awk id tae. <td ewe wey Oct., 
RCO re ap, 4.5, 5's Sik 4! Hee She & pa ee See Nov., 
CARPENTER, F. V.—Pencil sketch ......... April, 


CASHMORE, Percy—“What’s in a Name?” April, 
CASTLE, Sydney—Pen and ink drawing 


GRE MEREIOIENS gis isin eertted learn ot aan ee Aug., 
CERVENKA, Laddie F.—Lithograph pencil 
drawing, “Street in Baltimore, Md.” ...... June, 
CHALANDRE, F.—Woodcut, “A View in 
Nevers, France,” Plate XIV .............. April 
Woodcut, “A View of Nevers Cathedral,” 
Pia TL vs cs Se eG arin Px Rae se Dec. 


CHAMBELLAN, René—Sculpture, 
Carved Ornament for a Doorway, Dennison 
and Hirons, Architects Hee tk 
Models for panels in frieze of New York 
State office building, Albany, N. Y., 
William Haugaard, Architect ..... o's eWay 
CHAMBERLAIN, Samuel—Drypoint, 
“The Market Court—Bruges,” Plate XXVI July 
Article, “Decaris, Master of Black and White” Dec. 
CHAPPEY, Marcel—Biographical sketch ..... June, 
Chicago Architectural Sketch Club Annual 
Foreign Travelling Scholarship Competition, 
NCI AONERO | io .55 3.0.0 sco aloes @ Siersla in os July, 
“Chicago World’s Fair,” by Chas S. Peterson Feb., 
“Chicago World’s Fair, Preliminary Studies for 


| GRRE Gian Pitrer atic sores strc emery reir here os April, 
CHRYSLER, Evans, “Making Full-size Details, 
EMSS x ox.4s's cca VGlae CAO Sad hae es Shimer March 


CLARK, Kenneth—Measured drawings from the 
George F. Lindsay collection, 


(2) details of doorway .............0005- Jan., 
(2) details of porch and mouldings ........ Feb., 
(2) details of windows and cornices ....... March, 
(1) details of mantel and cornices ........ April, 
“Classicism in America,” by Edgar R. Thayer . April, 
“Close Cornices,” by Rayne Adams .......... June, 


COALE, Griffith Bailey—Pencil cartoon for a 
mural panel, One of a series for the New 
York Athletic Club Building, York and 


Sawyer, Architects, Plate XXXIV .......... Sept. 
CODDINGTON, Gilbert—Cartoon .......... June, 
April, 

: May, 

COLLINS, Frank C.—Working drawings June, 
made for H. Van Buren Magonigle ....... )July., 
Aug., 

Sept, 





COLOR PLATES BY 

BEARSE, Philip E.—Water color rendering, 
“Branch Office of East New York Savings 
Bank, Holmes and Winslow, Architects .. Jan. 

BISHOP, H. Raymond—Two renderings in 
opaque water color—“Bok Tower, Mountain 
Lake, Florida,” “Detail Reproduced at Full 
Size from Rendering of the Bok Singing 
Tower, Mountain Lake, Florida” ....... June 

BONESTELL, Chesley—Oil painting, “The 
New Yorker Hotel, New York,” “Detail 
Reproduced at. Full Size from Oil Painting 
of New Yorker Hotel” ................ Sept. 
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VOLUME X 


BORN, Ernest—Two water color renderings, 
“Assembly Room, Y. M. H. A. Bldg., 
N. Y.,” “Auditorium, Y. M. H. A. Bldg., 


Two water color renderings, “At the 
Soldiers’ and Sailors’ Memorial Bridge, 
Harrisburg, Pa.,”? “An Arch of the 
Soldiers’ and Sailors’ Memorial Bridge, 
Harrisburg, Pa.” Gehron and Ross, 
PROB os xk REE eA Nov. 

FLOEGEL, Alfred E.—Water color drawing, 
“Portion of a Stained Glass Window at 
Le: - Maa 5, 2.s 02 cacukeseus eds acca eee Dec. 
GRANGER, Alfred T.—Water color render- 
ing, “Central Feature of Grade School, 
Concord, N. H.,” Wells and Hudson, 
ACN. Boo. oo ives d cde Re tees Jan. 
HOAK, E. Warren—Water color rendering, 
“Detail of Facade of Church of Santa 
Pudensiang, Weed = . vec od bobo sacks Feb. 
LAWSON, Wendell P.—Water color render- 
ing, “Old Chantry Chapel, Durham, 
| See er eyo ke CON OS April 
LONG, Birch Burdette—Two water colors, 
“An English House,” “A Vista in Venice” Oct. 
McCRACKIN, Otho—Pencil and water color 
rendering, “Stafford County Court House, 
Saint John, Kansas,” Mann and Company, 
ATCO 2. ooo ok os scan See March 
STEFFENS, Fritz—Pencil and water color 
rendering, “Study for Approach to Arling- 
ton Cemetery, Washington, D. C.,” McKim, 
Mead, and White, Architects ........... March 
TRUMBULL, Edward—Oil painting, “Fuller 
Building, New York,” Walker and Gillette, 
Architedtg .... 605s kdb ds eniel ee Dec. 
WATKEYS, Paul—Rendering in pencil and 
water color, “Residence for Theodore Leon- 
hard, Egg? <i... ccaecseet Laan Feb. 

Water color rendering, “Temple Emanuel, 
Paterson, New Jersey,” F. W. Went- 
worth, Asthitect i563 - Gece dcdcdc Aug. 

WILLIAMS, Edgar I.—Two water colors, 
“Church at Rattvix, Sweden,” “Town Hall, 
Stockholm, Sweden” ..............005 May 

YEWELL, J. Floyd—Rendering in opaque 
and transparent water color, “Wichita Art 
Institute, Wichita, Kansas,” Clarence S. 


Stein, Architect) 352 S423 isk i dee es Aug. 
Columbia, Princeton, Yale, Collaborative Prob- 
lem, Winning Designs 2... .......2cesenes June, 
Columbus Memorial Lighthouse Competition, 
photograph, International Jury of Award .... June, 
COMPETITIONS 


American Academy in Rome—Collaborative, 
Competition of the Alumni Association, 

for 1929—Winning designs .......... April, 
Competition for the Prize of Rome in 
Architecture for 1929—Results and 


winming GeSigMs 2... 6... cece ec ceees July, 
Fellowships in Landscape Architecture— 
Winning plams ..........0002ccee Aug., 


Bachelor’s Retreat, A—Wéinning designs .... April, 
Bailey Memorial Fountain-—Competition for 
a fountain on Prospect Park Plaza, 
Brooklyn, N. Y.—Results and winning 
designs 0.0.0.5 cade hs een oie July, 
Beaux-Arts Institute of Design—Competition 
for a Theoretical Bridge in Steel— 
Winning designs ..... 0... ccc ceva we Aug., 


Bookplate Design Competition—Office of 
Benjamin Wistar Morris ............ May, 
Booth Travelling Fellowship for 1929— 
Wineltg: GH? «oe es. cds. Sik ao July, 
Brown Travelling Scholarship Competition— 
Results and winning designs ......... May, 
Chicago Architectural Sketch Club Annual 
Foreign Travelling Scholarship Compe- 
tition—Winning design ............ july, 








418—421 


423 


256, 258 


485—489 


571 
274—276 


490—493 


568, 569 
358 
498 


350—354 


497 








Columbia, Princeton, Yale, Collaborative Prob- 
lem—Winning designs ...........004 


Connecticut Architectural League Steel Frame 
Construction House Competition— 


WHE BONNE ss 8 ces Sasa See Aug., 
French Travelling Fellowship of the American 
Institute of Architects for 1929—Results 
and winning designs ...........20000. June, 
Guy Lowell Memorial Competition for 1929— 
Pe EINE 55 so << chs 5th nn SR April, 
Le Brun Travelling Scholarship Competition— 
Results and winning designs .......... May, 
Massachusetts Institute of Technology Special 
Student Scholarships Competition— 
NE OONENE isi Poin s bie eee Se July, 
McKim Fellowship in Architecture—Results 
and winning designs ............000. Sept., 
National Better Homes Architectural Compe- 
tition—Winning designs ..........44. Nov., 
Paris Prize for: 1929—Preliminary sketches Nov., 
Results and winning designs ........... Oct., 
Pencil Points’ Baby Competition—Winning 
IIE 65a) Sgt as ate Sig No SRC July, 
Plym Fellowship in Architecture for 1929— 
ET RINE. 6x5 Ske Sais 5.0 AI July, 
Princeton Prizes in Architecture, Competition 
for the—Winning designs ............. July, 


Rotch Travelling Scholarship—Winning design June, 

. Stewardson Scholarship for 1929—Results and 
winning design 
Tomb of the 


designs 


Unknown Soldier—Winning 


Tommy Dolan Competition—Winning draw- 
SS EE aoa ae a eee eR ht oe e Sept., 
“Why” Competition Judgment ............ March, 
CONDON, J. Emmett, Pencil drawing . . April, 


League, Inc., Steel 
House Competition— 


Connecticut Architectural 
Frame Construction 
Winning designs . 

CONSTRUCTION DETAILS 


ANDREWS, W. Earle, Architect—Bath House 
No. 1, Jones Beach, L. I., 
Details of Tower 
Details of First Floor Plan 
Details of Dressing Rooms 
Details of Tower 
Details of Entrance Porch Pier and 
Typical ‘Ticket Booths . 
BAUM, Dwight James, Architect—Details of 
wrought iron porch on addition to resi- 
dence of Mr. Richard Rowland at Rye, 
Se oe 
Details of half-timber gables of front ele- 
residence for Mr. Arthur 
Whitestone Landing, 


Aug., 


Sept., 


Oct., 


vsiee Sik eck tos eee Feb., 
vation 
Hammerstein, 


Rn: eX 


CROSS and CROSS, Architects—Details of 
interior of banking room for Lee, Higgin- 
son & Company, New York 

Details of bronze and mosaic columns in 
banking rooms, and bronze sliding 
doors, Lee, Higginson & Company, New 
BO Scena herds hae oN kates eee 

GRUNSFELD, Ernest A., Jr., Architect— 
First Floor Plan—Adler Planetarium 
West Elevation—Adler Planetarium 
Cross Section Looking North— 

Adler Planetarium 
Basement and Second Floor Plans— 
Adler Planetarium 


HALSEY, McCORMACK 


Feb., 


Dec., 


Dec., 


Oct., 


and HELMER, 


Inc., Architects and Engineers—Details 
of dome of tower for Williamsburgh 
Savings Bank, Brooklyn, N. Y. 
HOAK, E. Warren—Field notes—Two draw- 
ings showing details of doorway—“Santa 
Pudenziana, Rome” 


Sept., 
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504, 505 
414 

494, 495 
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139 
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880 

884 
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KAUFMAN, Gerald Lynton—Two 
from travel notebook—Details of Belgian 
window hardware 


O’CONNOR, James W., Architect, James F. 


pages 


panCe alas Srawaes nn a June, 
Delaney, Associate Architect—Details 
exterior door, window, and chimney con- 
struction—Buildings for Manhattan Col- 
lege, New York 
Gymnasium for Manhattan College 
PHILADELPHIA BUILDING CONGRESS, 
plate issued by, in connection with a docu- 
ment for architectural woodwork—Con- 
struction details of double hung windows March, 
CONTEMPORARY AMERICAN ART, An Ex- 
hibition of—Photograph 
COOK, Robert L., and WEISS, Egon—Ariicle, 
“Our Alien Arabics” 
CORWIN, J. Ray—Design for a bookplate .., 
CRANE, William P., I1—Biographical sketch, 
CRONIN, John T.—Water color and gouache 
rendering, “United States Legation and Con- 
sular Building at Ottawa,” Cass Gilbert, Archi- 


March, 


April, 
April, 
July, 


ae a ae 9 "ARR Os oR aS June 
CROSS and CROSS, Architects—Details of inte- 

rior of banking room for Lee, Higginson & 

Company, New York... 65s. caus oe ee ek Dec., 


Details of bronze and mosaic columns in 
banking rooms, and bronze sliding doors, 


Lee, Higginson & Company, New York . Dec., 
CUNNINGHAM, W. Phelps—Pencil sketch, 
Santa: Barbara, California... 2.000 50455. April, 


CUTTER, Manly N.—Rendering in water color, 
Shop Building designed by L. M. Thompson 
DAVIS, David—Pencil sketch 
“Decaris, Master of Black and White”—Ariicle, 
by Samuel Chamberlain 
DE FONDS, Ardery V.—Pencil sketch, “Old 
Watts Mill at Dallas” 
“Robin Hood Sets, Fairbanks Studio, Holly- 


April, 
Sept., 


Dec., 


ewe Ce a Oe wb Oe ee eee 


WORE 6s oN eae om tea ie eee ave De we te Jan., 
DE GHETTO, Rudy—Two pencil sketches, 
“A House in the Dolomites” .............. Sept., 
MA Dolgmite PIOUS co ee eek sks Sept., 
DESIRA, Emanuel—Cartoon .............4.. May, 
DE SOTO, E.—Water color, “Church of St. 
Martin, Verey, Switzerland” .............. March, 
DIAMOND, Henry R.—Carbon pencil sketch Aug., 
D’AMICO, Stephen V.—Cartoon ............ Dec., 
“Draftsman, The Architect and Stock Plans, 


The”—Article, by Thomas Liang, (Ad Section) 
“Draftsmanship and Architecture, V?— 

As Exemplified by the Work of William Van 

Alen, by Francis S. Swales 
DUBUQUE, Edward W.—Article, “Fresco Paint- 

ing and the Frescoes in Christ Church, Cran- 


Oct., 


Aug., 


ROOK, TT MRO 8 oe2ks 6 Sie. cle tare levare bens es Aug., 
Biographical Sketch ©... bss See viecc ese Aug., 
DUKELSKI, Alexis A.—Biographical sketch .. Nov., 
DUNCAN, Ramsay W.—Cartoon, The office 
force of E. F. Abell, Architect ............ April, 
EISEMAN, Albert Jr.—Biographical sketch .... July, 


ELLERBE & COMPANY, Photograph of the 
drafting room of 
EMERSON, David B.—Article, “Pitfalls for the 
Specification Writer” 
Article, “Sources of Information for the 


Specification “Weiter? 9.b vce ee ens Aug., 
Article, “Lime, Cement, and Plaster” .... Sept., 
Article, “The Specifying of Hardware” .. Oct., 
Article; “Borat Clay? ook eos ce wrctees Dec., 

EWERTZ, Clement G.—Etching, “Looking 
Across the Nave, Barcelona Cathedral” . Feb., 


“Expressive Pencil, The,” by William Spratling June, 
FELDMAN, Max—Lithograph pencil drawing, 


“New Hudson River Bridge” ....-....... Oct., 
FERRISS, Hugh—Rendering, “Adler Plane- 

tarium,” Ernest A. Grunsfeld, Jr., Architect, 

DOME GRUEOEE 65 choos ta Se ha eswureraens Oct. 
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205 
580 
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90 
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577 


795 


273 
496 


278 


509 


585 
657 
729 
881 
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FJELDE, Paul—Sculptural decoration for Gulf 
Refining Company Laboratories, Pittsburgh, 
Pa., Schwab, Palmgreen, and Merrick, Archi- 


Meats 6 Cath ovcs Sits ates & ee Ceres Nov., 
FLOEGEL, Alfred E.—Water color drawing, 
“Portion of a Stained Glass Window at Le 
Beene! Colen  PIMO 66 ska isigvnkds cds anee Dec. 
FREESE, Ernest Irving, ‘Perspective Projec- 
See Peek BGs oie + creareron let erniae Jan., 
ME MD eck Ses Sia one t ow eet mad Feb., 
DERE 5750-45 sb Gea ned os bere enewn ne March, 
POR a cow spikes cs olen meee aM May, 
NE iter hy shina dur asn'an 3.  n16 Go eee ate July, 
Article, “The Geometry of Architectural 
Deen Pett Fon v.a.s Ss cc seis cna Aug., 
| RR a os ae etree Eee etre omy Sept., 
I a nica cake ee aS ewe ee Oct., 
I os Soe 6, e's le oes Ge wheat Saitama Nov., 
BEING Sogn isch Soh os etme aah cies Dec., 
FRENCH TRAVELLING FELLOWSHIP OF 
THE AMERICAN INSTITUTE OF ARCHI- 
TECTS FOR 1929—Results and winning 
NE, ees or aa ous dees eens June, 
“Fresco Painting and the Frescoes in Christ 
Church, Cranbrook, Michigan,” 
by Edward W. Dubuque ...........0.0005 Aug., 
FRIEDHEIM, L. H.—Pen and ink cartoon ... March, 
FRIEDLANDER, Leo—sculpture for American 
Bank and Trust Building, Philadelphia, Davis, 
Dunlap and Barney, Architects, Plate VIII Feb. 
Sculpture, Pier Terminal for Epworth 
Euclid Methodist Episcopal Church, Cleve- 
jo SE re ee a a a Feb., 
“Full-size Details, Making, Part III,” 
a as OCRIBHE 25 oo ese a es dao ate March, 
GAMBEE, Martin—Pencil and wash drawing, 
“A Deserted House in Connecticut” ....... April, 
GEERLINGS, Gerald K.—Aquatint, “Black 
Wee” Fiala: RED. oo oes fee de a geees Dec. 
“Geometry of Architectural Drafting, The,” 
by Ernest Irving Freese, Part I ............ Aug., 
ere Cope bs Minhas 0 4 OSS + aes Sept., 
MPRN MRO) eo poe aie tx. Riarshh, 5. 00e Oe ese ee Oct., 
WTO aie tana a peh ob idles Ghisne odie Mates Nov., 
MAN feos 5 0d pak e alee eee Dec., 
GOODMAN, Michael—Pen-and-ink sketch ... July, 
Rendering, “Four Fifty Sutter Building” .. Aug., 
“Gothic Alphabets,” by Egon Weiss .......... Feb., 
GRANGER, Alfred T.—Water color rendering in 
color, “Central Feature of Grade School, Con- 
cord, N. H.,” Wells and Hudson, Architects Jan. 
Rendering—South End _ Platoon School, 
Concord, N. H., Wells and Hudson, 
SOUNNNUNS 0. oe. itn 4 & Rew Runde Nees Jan., 
GREENBERG, Meyer—Linoleum cut ......... Dec., 


GRIFFITH, Hunter—Photograph, (Ad Section) April, 


GROSSMAN, Elias M.— 
Pencil and chalk drawing (portrait) 


GROT, Anton—Four charcoal drawings for 
PUREE” PIECUTE PERE 5 os eae Nie ceo arees April, 
GRUNEWALD, Joseph—Life drawing in pencil, 

“Tl Penseroso,” Plate XLIV 
GRUNSFELD, Ernest A. Jr., Architect— 
First Floor Plan—Adler Planetarium 

West Elevation—Adler Planetarium 
Cross Section Looking North— 
Adler Planetarium 
Basement and Second Floor Plans— 
Adler Planetarium 
Rendering by Hugh Ferriss of 
Planetarium,” Plate XXXVII 
GUPTILL, Arthur L.—Ariicle, 
“Outdoor Sketching in Water Color” 
Guy Lowell Memorial Competition for 1929— 
Winning designs 
HALL, Gilbert P.—Three pencil 
Holabird & Roche, Architects : 
Schroeder Hotel, Milwaukee, Wisconsin .. 


renderings, 


Nov., 


333 North Michigan Avenue Bldg., Chicago Nov., 
Nov., 


Chicago Board of Trade Building 





INDEX TO 


784, 785 


25 
89 
173 
307 
453 


527 
601 
681 
761 
839 


425—429 


573 
206 


159 


271 


§27 
601 
681 
761 
839 


506 
581 


103 


45 
875 
90 


58 


283, 284 


707—710 


317 


260, 262 


780 
792 
793 
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VOLUME X 


HALSEY, McCORMACK and HELMER, INC., 
Architects and Engineers—Construction details, 
dome of tower for Williamsburgh Savings 





Banks; Heche: Re Beas is coe Ses Se ee Sept., 
HARBACH, Paul H.—Designs for Xmas Card Feb., 
HASTINGS, Thomas—Odituary, 

Dr Den So NE cen KA on kdeewde Dec., 
HAWLEY, Hughson—Pen and ink drawing, “In 

the Studio of William M. Chase,” Plate VI Feb. 
HAYWARD, Roger—Rendering, The New Los 

Angeles Stock Exchange Building ......... July, 
HECKLINGER, Guy E.—Cartoon .......... Feb., 

CHMNOD cas onic a CRE ARE A tee bars Oct., 
HEILBORN, C. Westdahl—Pencil drawing on 
Ce PET te res rey Pere May, 
f Jan., 
Feb., 
March, 
April, 
May, 
HERE & THERE & THIS & THAT . i 
July, 
Aug., 
Sept., 
Oct., 
Nov., 
\ Dec., 
“Hints for Young Architects on Specification 

Writing,” by Thomas W. Ludlow .......... Feb., 
HOAK, E. Warren—Field notes, “Santa Puden- 

ziana, Rome”—Two drawings showing details 

Of GOUEWAR o504.2. Sowden Pe ee Feb., 


Painted metal shields, Details of shields 
from facade of Santa Pudenziana, Rome Feb., 
Rendering made from measurements taken in 
the field, “Santa Pudenziana, Rome” ... Feb., 

Water color rendering, “Detail of Facade 

of Church of Santa Pudenziana, Rome,” 
Color plate Feb. 
HOLFORD, William G.—Biographical sketch .. July, 

HOLZINGER, C. A.—Pen-and-ink drawing of 
Union City, N. J. 
HOWARD and FRENAYE, Architects, Small 
house designed by . ......4< 0 segs + amen naan 
HOYLE, Alexander E.—Proposed Altar and 
Reredos, St. Michael’s Church, Milton, Mass., 
Color plate 

HUDSWELL, William H. I.—Evching, 

‘House of Desdemona, Venice,” Plate IV ... 
Etching, “The Receding Storm” ........ 
HUGHES, H. S.—Pencil sketch, Anglo-Saxon 
pulpit at Newton-Nottage 
Illinois Society of Architects—Announcement .. 


Jan., 


April, 


April 


Jan. 
April, 


Feb., 
Dec., 


IMREY, Ferenc—Pencil drawing—“A Japanese 
Temple at Kyoto,” Plate X .............. 
Pencil drawing, “Chinese Shrine at Muk- 
den,” Plate XIX 
Pencil drawing, “Door of the Widower,” 
near Peking, Plate XXX 
INDEX of Folios of Magazine Plates and 
Articles, Neamerstal < . fcc ieck Cen bosch ean 
JENNEWEIN, C. P.—Design for Gold Medal 
of the Architectural League of New York ... 
JOHNSON, B. Kenneth—Biographical sketch 
JONES, Clarence and Frank—Map of a study 


tour 


March 
May 


Aug. 
April, 


May, 
July, 


Eee RE CS Pes eye 4. May, 
JONES, Thomas Hudson—Sculptured figure of 
Christ in St. Matthew’s Church, Washington, 
D.C, Piste SVE oo evi ccd  eee 
KAUFMAN, Gerald Lynton—Notebook details 
of Belgian window hardware ............ 
KECK, Maxfield—Models for sculptured panels 
in arches of main lobby, New York State office 
building, Albany, N. Y., William Haugaard, 
AvRRAGE. . 65.0 8 SES eee 
KELLEY, H. Roy—Biographical sketch Sept., 
Residence for South Pasadena, California Sept., 
KIEFER, Leroy E.—Lithographic pencil sketch 
“Tinsmith’s Shop, Paris” gee 


Feb., 





650, 651 
132 


869 


503 


131 
723 


355 

62— 65 
130—133 
204—207 
271—277 
355—357 
430—432 
506—507 
579—581 
645—647 
722—723 
807—809 
877—879 


135 


120, 121 


122 


119 


495 
62 


269 


246 


132 
866 


267 
349 
485 


357 


. 433, 434 


4 
786—788 


640) 
656 





PENCIL POINTS FOR DECEMBER, 


KLAUDER, Charles Z.—Pencil drawing, View 
of the War Memorial Group at Cornell 
University 

KLEINMAN, Maurice W.—Biographical sketch 


KYSON, Charles—“The Talking Dollar” 
“The Architect’s Profit and Production 
Cost,” Part I ... 
Part II 
Part III 


LAGERSHAUSEN, E. W.— 


Cartoon in pen and ink 
LAWRENCE, Edna W.—Pencil sketch 


LAWSON, Wendell P.—Color plate, water color 
rendering, “Old Chantry Chapel, Durham, 
England” 

Drawing in sepia with reed pen and brush, 
“Moret, France—Portal de L’Eglise,” 
Plate XXXIII 


Le Brun Traveling Scholarship Competition— 
Results and winning designs 


LEWIS, Schell—“Mounting Tracings” 

Pencil rendering, High School at Addison, 
New York, Palmer Rogers, Architect, 
Plate VII 

LEWIS, Walter Gibbs, Jr.— 

Biographical sketch 

LIANG, Thomas—Article, “The Draftsman, 
The Architect and Stock Plans,” (Ad Section) 

LICHTENAUER, J. Mortimer—Decoration in 
tempera for a dining room, “The Merry 
Friar,” Plate XXXII 

“Lime, Cement, and Plaster,” 
by David B. Emerson ... 

LOCKLAND, Harry—Drawing in pencil, 
“Apartment Building for Nob Hill, San 
Francisco,” Albert H. Larsen, Architect .... 

LONG, Birch Burdette—Drawing in pen and ink 
and water color, Study for a proposed residence 
in Scarsdale. New York—Alfred Fellheimer, 
Architect 

Architectural Delineator and Man—Ariicle, 
by Harry C. Starr 

Two water colors, “An English House”— 
Color plate .... 

“A Vista in Venice”—Color plate 
LONG, E. A.—‘Specifications for the Owner” 
LOYD, Clinton F.—Pencil sketch, 

“Le Beguinage, Bruges,” (Ad Section) 
LOZOWICK,  Louis—Lithograph, “Whitehall 
Building, New York,” Plate XXXV 

Lithograph, “The Crane,” Plate 
LUDLOW, Thomas W.—“‘Hints for 

Architects on Specification Writing” 

MAGONIGLE, H. Van Buren—Ariicle, 
“The Values of Tradition” 

MALDARELLI, Oronzio—Sculptured garden 
group, “Two Kids,” Plate XXV 

Sculpture in wood, “Eternal Love,” 

Plate XLI 

MARKS, Ray—Pencil and water color sketch 

Massachusetts Institute of Technology, Special 
Student Scholarship Competitions of the— 
Winning designs 

“Master of Architectural Etching, A”— 
Sidney Tushingham—éy Kineton Parkes .... 

MAYER, Gordon E.—Pen and ink rendering, 
“House for J. Lewis Morse at La Jolla, 


XXXIX 
Young 


“Lower Hudson River, 
Pen and ink sketch 
McCRACKIN, Otho—Pencil and water color 
rendering, “Stafford County Court House, 
Saint John, Kansas,” Mann and Company, 
Architects—Color plate 
McKim Fellowship in Architecture—Results and 
winning designs 


Oct., 
Aug., 
April, 
May, 
June, 
July, 
March, 
Aug., 


April 


Sept. 


May, 


Jan., 


Feb. 
Aug., 


Oct., 


Aug. 


Sept., 


Aug., 


Aug., 


339-—346 
41 


636—639 


1929 


McMOGUL, M.—Pen-and-ink sketch 

MEDARY, Milton Bennett—Obituary 

Melbourne University Atelier—Photograph .... 

MESTLER, Ludwig—A decorative panel, 
“Thistles”’—(Ad Section) 

MEYER, Alvin—Four panels and_ sculptured 
printer’s marks for the Chicago Daily News 
Building, Holabird and Root, Architects .... 

MITCHELL, Rossel E.—Article, “Adventures 
of an Architect,” Part I 

Part II 

“Models for the Moderate-sized House”— 
by William W. Price 

Models, On Making Residence— 
by Edward R, TAMRy TT. oie eee vdcesvcees 

“Modern Art in our Schools”— 
by Edgar I. Williams 

“Motorcycling Through Europe”— 
by Ides van der Gracht 

“Mounting Tracings’—éy Schell Lewis 

MULHOFFER, A. A.— 

Map drawn in pen-and-ink 

MURPHY, Joseph D.—Biographical sketch ... 

NATCHUK, Ivan—Pen and ink sketches, “Old 
Prison at Williamsburg, Va.,” 

“Negro Cottage” 

National Better Homes Architectural Competi- 
tion—Winning designs 

NELSON, George—Pencil sketch 

Pencil sketches 

“New York Building Congress Completes Stand- 
ard Specifications for Construction” 

NICHOLS, Ward—Pen and ink sketches from 
notebook 

NOCKA, Paul F.—Biographical sketch 

O’CONNOR, James W., Architect, DELANEY, 
James F., Associate Architect—Exterior door, 
window, and chimney construction, Buildings 
for Manhattan College, New York 

Gymnasium for Manhattan College, New 


O’DONNELL, Thomas E.—“The Ricker Manu- 
script Translations,” Part IX 

OLTAR-JEVSKY, W. K.—Article, ‘“Architec- 
tural Competitions, Closed and Open” 

“Or Equal” Again, by W. W. Beach 

“Ornament, Thoughts on Modern, and Other,” 
by Rayne Adams 

“Our Alien Arabics,” by Robert L. Cook and 
Egon Weiss 

“Outdoor Sketching in Water Color,” 
by Arthur L. Guptill 

Paris Prize for 1929—Results 
designs 

Preliminary sketches 

PARKES, Kineton, Article, “A Master of Archi- 
tectural Etching”—Sidney Tushingham 

PARKINSON, John and Donald B.—Sculptures 
for Student Union Building, U. of Southern 
California 

PATERSON, Jack—Biographical sketch 

Article, “The Swiss Chalet” 

Pencil Points’? Baby Competition— 
Winning photographs 

Pennsylvania State College—Photograph, Some 
members of the Architects? Club 

“Permanent Lighting Laboratory”—An announce- 
ment and photographs concerning a permanent 
free exhibit of the Westinghouse Lighting 
Institute at the Grand Central Palace in New 


and winning 


“Perspective Projection,” by Ernest Irving Freese 
Part I 
Part II 
Part III 


PERTZOFF, Constantin A.—Pencil drawing, 
“Archway, Rue des Cloitres, Arles, France,” 
Plate III 
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Jan., 
Jan., 
April, 


Aug., 
Nov., 


Jan., 
April, 
May, 


Oct., 
Nov., 


Sept., 


Feb., 
Dec., 
Dec., 


July, 


July, 


Dec., 


Jan. 


90 


790, 791 


779 
848 


643 
242 
101 


387 
41 


432 
711 


727 
850 


796—801 
646 
877 

67 


84 


3 
229 
317 


711—720 
804—806 


591 
125 
872 
859 


507 
511 








PETERSON, Charles S.— 


“The 1933 World’s Fair”? ................ Feb., 
Philadelphia Building Congress Issues Standard 

Documents—Article ... 2.0... cece eee ee March, 
PHILADELPHIA BUILDING CONGRESS, 

plate issued by, in connection with a docu- 

ment for architectural woodwork—Construc- 

tion details of double-hung windows ....... March, 

PIPER, Natt—Article, 

“The California Missions,” Part I ......... Sept., 
ase ny niece aes cok ea cea aks Oct., 
MN Sood es ot ya lo aid ard ah wo are Nov., 

“Pitfalls for the Specification Writer”—Article, 
by David B. Emerson ..........0..0 000005 July, 
PLYM FELLOWSHIP IN ARCHITECTURE 
FOR 1929—Winning design .............. July, 


POPE, Charles St. George—Biographical sketch June, 
POSTGATE, Margaret J.—Article, 


“Architectural Models from Ivory Soap” .... June, 
Three Small Sculptures ................ Aug., 
PRENTICE, Andrew N.— ‘Renaissance Archi- 
tecture and Ornament in Spain,” Plate II ... Jan. 
MME res has pata ae te ee OR eee se. Feb. 
en ES err March 
RE 6 Ly caked SAE A bee Coe wee hey April 
MEME oS so cis Wie ace es vas wate May 
IIE Foci aes ge Le ees isein Sie ede wiley June 
DUM IE PEED oc ovis. oe en skid ese ew ewe ss July 
PORE IEE ©. 5 os sate beta Pale wee eae Sept. 
ME MMe gk d's he wel b tepre Sac he kd & nee Oct. 
NN NE os ec ed wo web seks vena Nov. 
I I RRR assis ilar sigs OK ble e gw eae nels Dec. 
PRICE, William W.—Article, “Models for the 

Moderate-sized House” .............2000. Sept., 
Princeton Prizes in Architecture, Competition 

for the—Winning designs ...........0055- July, 
RACKELL, G. A.—Design for a book plate, 

Prize winner in the office competition conducted 

by Starrett and Van Vleck ................ Sept., 
REID, Kenneth—-“A Sketcher from Texas” ... Feb., 

“Terrazzo for Wall Decorations” ........ July, 
“Relating to Cost and Profit’—An announcement 
concerning the work being done by the Archi- 

tects? League of Hollywood ............... Feb., 
RICE, William S.—Four wood block prints, 

“Old Washington Hotel, Monterey,” 

“Fisherman’s Hut, San Francisco Bay,” 

—. Highway, San Juan,” 

“Eucalyptus Grove in California” ........ Sept., 
“Ricker Manuscript Translations, The” 

by Thomas E. O’Donnell, Part IX .......... April, 
RINES, Frank M.—Pencil drawing, 

“The Abandoned Farm, Simonsville, Vermont,” 

Die SEE eee hein eeeevokes foenkes July 

Two pencil sketches, “Old Buildings at South 
Londonderry, Vermont” .............. Sept., 
“A Vermont Landscape” ...............- Sept., 
RIPLEY, Hubert G.— Article, 

“Tale-lights of the A.I.A. Convention” ...... June, 
RIVERA, Diego—Biographical sketch ........ May, 
ROSENBERG, Louis C.—Drypoint, “Campo Dei 

Jesuiti, Venice,” Plate XVII ............. May 

Fountain pen sketch, “Cours Saleya, Nice,” 
CUE 3 Soiae Ronkhs soiee eh eeweese June 

Pencil and wash drawing, “Place Victor 
Hugo, Lisieux,” Plate XLII ........... Nov 

Rotch Travelling Scholarship, 1929—Wéinning 

MOUMMET GOO. Fra SN Wee Ra abn Uislalw ae og acetals June, 
“Rowe, Some Recent Renderings by John 

Richard,” made for Janssen and Cocken, 

ROTM cic pee DO v bot leeks Sed ee ees Aug., 


SANFORD, Edward Field, Jr.— 
Sculptured figures, “Inspiration,? “Wisdom” May, 
SCHAPHORST, W. F.—Pen and ink drawing to 
illustrate ‘‘wrinkle’—Prize, Good Wrinkle 
Section—November issue ................%. 


INDEX TO VOLUME X 


124 


209 


208 


611 
691 
753 


509 


500, 502 
415 


393 
566 


643 


504, 595 


646 


75 
481 


123 


644 


234 


620 
621 


405 
347 


414 


545 


348 


809 
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SCHEER, Leonard, Architect—Studio building 
for Marc Perec, Esq., at New Brunswick, 


Whe Ba ace esc tlccds'n Was Sah ea eee Feb., 
SCGHIWETZ, Edward M.—Lithograph, “Presby- 

terian church at 37th St. and 5th Ave,, New 

WOGMe See Sos SaaS nha Naw ee bees May, 
SCHMERTZ, Robert—Cartoon ............. Aug., 
SCHWARZ, Frank H.—Triptych for Mortuary 

Chapel, Pinte SERN so eos Sao aside decal June 
SCUDDER, Janet—Bird fountain figure ...... April, 
SEVALD, Frederick J. B., Jr.—Biographical 

SN ss oles ns eh a ea July, 
SHARP, Henry—Good wrinkle ............ Sept., 
SHIRK, Jeanette—Pen and ink drawing, 

“Design for a House Party Bungalow” .... Jan., 
“Signed Buildings,” by Russell L. Willard .... Sept., 
Silhouettes of American Designers and Drafts- 

men—V, Elliott L. Chisling, 

by James Perry Wilson ............005. March, 
SIMARD, Jacques—Wall hanging, “Adventure” Feb., 
“Sketcher from Texas, A,” by Kenneth Reid .. Feb., 
SKIDMORE, Louis—Pencil drawing, 

“San Gimignano,” Plate XXXVIII ........ Oct. 
SLATTERY, Hugh—Wash and pencil sketch, 

“Berm, Swiecetiand so. oie leks dew ens Nov., 
SMALL HOUSES BY 

HOWARD and FRENAYE, Architects, Small 

house Gésiguied by. 65s voy owasisadices April, 

KELLEY, H. Roy, Architect—Residence de- 

signed for South Pasadena, California ... Sept., 

SCHEER, Leonard, Architect—Studio building 

for Marc Perec, Esq., at New Brunswick, 
Nan Jeie co. te abes ceed eres ee Feb., 

SMYTHE, Richard Haviland, Architect— 

Design for a Suburban Residence ....... July, 

WENTWORTH, Fred W., Architect—House 

for Superintendent of Bergen County Tuber- 
culosié: ‘Saibasiaay S.C co oda Leena Jan., 

WILLS, Royal Barry, Architect—Residence 

for Mr. Dwight T. Hersey ............ Oct., 
SMITH, Duncan—Sculpture, Tympanum for 

Ochs Memorial Temple, Chattanooga, Tennes- 

see, Henry B. Herts, Designer and Architect Nov., 
SMITH, T. Sumner—Aréicle, “American and 

British Architectural Practice? ............ June, 
SMYTHE, Richard Haviland, Architect—Design 

for a Suburban Residence ................. July, 
Source Book for Ornament— 

Review of Urformen der Kunst, 

by Karl Blossfeldlt: 2. occ ct ace ck iss March, 
“Sources of Information for the Specification 

Writer,” by David B. Emerson .......... Aug., 
SPECIFICATION ARTICLES BY 

BEACH, W. W.—“Or Equal” Again ...... Nov., 

EMERSON, David B.—“Pitfalls for the 

Specification Water? .. 6.66 o 5 cae as July, 
“Sources of Information for the Speci- 
fication "Writer? «i. ici cs oie Aug., 
“Lime, Cement, and Plaster”? .......... Sept., 
“The Specifying of Hardware” ........ Oct., 
VE: CRG... s wanbioe wae oe tabard Dec., 


LONG, E. A.—“Specifications for the Owner” April, 
LUDLOW, Thomas W.—“Hints for Young 
Architects on Specification Writing.” 
“New York Building Congress Completes 
Standard Specifications for Construction” 
“Philadelphia Building Congress Issues Stand- 
STA TO ook van eine dcondebaaves 
SMITH, T. Sumner—“‘American and British 
Aschitectutal: Practhee™ 5.05 0. 6 6ig ics sees 
STEVENS, Frank B., Jr.—‘Specifications for 
ARCOM es cn oe awe. vlbenc eee 
“Specifications for Acoustics,” 
by Frank B. Stevens, Jr. May, 
“Specifications for the Owner,” by E. A. Long April, 
“Specifying of Hardware, The,”—Article, 
by David B. Emerson 


Feb., 


Cr 


134 


305 
580 


264 


499 
647 


65 
633 


147 
133 
75 


807 


269 


656 


134 


508 


66 


728 


783 


435 


508 


195 


585 


811 


509 
585 
657 
729 
881 
281 
135 

67 
209 
435 
359 


359 
281 


729 


PENCIL POINTS FOR DECEMBER, 


SPRATLING, William—Article, “The Expres- 
sive Pencil” 
STARR, Harry C.—Two studies for a tap room 
in a private residence 
“Birch Burdette Long” 
Architectural Delineator and Man—Arficle 
STEFFENS, Fritz—Pencil and water color 
rendering, “Study for approach to Arlington 
Cemetery, Washington, D. C.” McKim, Mead, 
and White, Architects, Color plate 
STEVENS, Frank B. Jr.—Article, “Specifications 
for Acoustics” 
STEWARDSON SCHOLARSHIP FOR 1929— 
Results and winning design 
“Stock Plan Question, Some Opinions on the”— 
Letters from our readers discussing the protest 
of the Architects’ League of Northern New 
Jersey as published in the June issue of PENCIL 


STRUBINGER, Al—Cartoon in pen and ink .. 

SWALES, Francis S$.—Article, “Draftsmanship 
and Architecture, V”—As Exemplified by the 
Work of William Van Alen 

“Swiss Chalet, The”—Article, by Jack Paterson 

TABER, Donald C.—Perspective rendering, 
Upper Darby Junior High School, Heacock and 
Hokanson, Architects 

“Tale-lights of the A.I.A. Convention,” 


by Hubert G. Ripley . 


“Talking Dollar, The,” by Charles Kyson 
TANNER, Harold 
printing press 
TAUCH, Edward R. Jr.—‘On Making Resi- 
dence Models” 

TERRACINI, Roberto—Decorative Panel 

Decorative Panel 

“Terrazzo for Wall 
by Kenneth Reid 

THAYER, Edgar R.—“Classicism in America” 

THOMPSON, Ernest ‘Thorne—Etching, 
“Maison Pierre Landais, Vitré, France,” 
Plate IX 

Tomb of the Unknown Soldier—Winning designs 

TOMMY DOLAN COMPETITION— 
Winning drawings 

TRUMBULL, Edward—Oil painting, ‘Fuller 
Building, New York,” Walker and Gillette, 
Architects, Color plate 

TUCKER, Milton—Cartoon 

TUTHILL, William Burnet—Odituary 

“Values of Tradition, The,” 
by H. Van Buren Magonigle 

VAN BLOEM, P. Schuyler— 
“Architecture Versus Electric Signs” 

VAN DER GRACHT, Ides—Ariicle, 
“Motorcycling Through Europe” 

VONNOH, Bessie Potter—Sculpture, Sea Sprite 


D.—Design for improved 


Decorations” —Article, 


Oct., 


March, 


Aug., 
Dec., 
Nov., 


June, 
April, 


Jan., 
April, 


April, 
June, 


July, 
April, 


March 


Jan., 


Sept., 


April, 


365 


652 
667 


359 


494, 495 


1929 


WADDELL, Harry and Ethel—Panel, 
“The Constitution” 

WAESE, Paul H.—Pencil drawings, Designs for 
panels on a mausoleum 

WATKEYS, Paul—Water color rendering, 
House for Superintendent of Bergen County 
Tuberculosis Sanitarium, Fred W. Wentworth, 
Architect 

Rendering in pencil and water color, 
“Residence for Theodore Leonhard, Esq.” 

Water color rendering, “Temple Emanuel, 
Paterson, New Jersey,” F. W. Wentworth, 
Architect, Color plate 

WEBSTER, Tom—Cartoon 

WEISS, Egon—“Gothic Alphabets” 

WEISS, Egon, and COOK, Robert L.—Ariticle, 
“Our Alien Arabics” 

WELKER, John—Figure study 

WENTWORTH, Fred W., Architect—House 
for Superintendent of Bergen County Tuber- 
culosis Sanitarium 

“What’s in a Name?”, dy Percy Cashmore .... 

“Why” Competition Judgment 

Wichita Art Institute, Clarence Stein, Architect, 
Plate XII 

“Building on the Board, A” 
Preliminary Study of Ornament 

WIESELTHIER, Vally—Overmantel decorative 
panel 

WILLARD, Russell L.—Article, 

“Signed Buildings” 

WILLIAMS, Edgar I.—“Modern Art in our 
Schools” 

Color plate, “Church at Rattvik, Sweden” 
Color plate, “Town Hall, Stockholm, 
Sweden” 

WILLIAMSBURGH SAVINGS BANK—Two 
photographs, Halsey, McCormack & Helmer, 
Architects 

WILLS, Royal Barry, Architect, Residence for 
Mr. Dwight T. Hersey 

WILSON, James Perry—Silhouettes of Amer- 
ican Designers and Draftsmen—V”— 
Elliott L. Chisling 

WILSON, P. R.—Pencil sketch, “Cathedral of 
St. John the Divine Under Construction” ... 

“World’s Fair, The 1933”—Article, 
by Charles S. Peterson 

YEWELL, J. Floyd—Ultimate design for 
Wichita Art Institute, Wichita, Kansas, 
Clarence S. Stein, Architect—From a render- 
ing im transparent and opaque water color, 
Plate XII 

Rendering in opaque and transparent water 
color, “Wichita Art Institute, Wichita, 
Kansas,” Clarence §. Stein, Architect, 
Color plate 

YORK, Edward Palmer—Obdituary 





March, 


Jan., 


Feb. 


Aug. 
Jan., 
Feb., 
April, 
April, 


Jan., 
April, 
March, 
March, 
Aug., 
Aug., 
Aug., 
Sept., 


Feb., 
May 


May 


Sept., 


Oct., 


March, 
Aug., 


Feb., 


March 


180 


66 


64 
103 


229 
272 


66 
245 
191 


189, 190 
535 
564 


570 
633 


101 


641 


728 


147 
578 


124 








